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Faculty of Music 
University of Toronto 
Jazz Concert 
Walter Hall 
8:00 p.m. - April 2, 1997 


11 O°CLOCK JAZZ ORCHESTRA 
Directed by Phi! Nimmons 


Up for Air - Matt Harris 

Darn that Dream - De Lange/ Van Heusen arr. Rob McConnell 
Johnny Come Lately - Ellington 

Angel Eyes - Dennis arr. Nimmons 

Tickle Toe - Young arr. McConnell 


Mira, Mira - Harris 


Here’s That Rainy Day - Van Heusen arr. Nimmons 


Etude Crusher - Nimmons 


Intermission 


10 O°CLOCK JAZZ ORCHESTRA 
Directed by Paul Read 


Art Fern - McConnell 
In a Pinch - Schneider 


Groovin’ High - Gillespie arr. McConnell 
A Time for Love - Mandel arr. Broadbent 


Mingus - Israels 


Naima - Coltrane arr. Downing 


Freedomland - Ferrante arr. Mintzer 


10 O’Clock Jazz Orchestra 


Saxophones: Chris Gale (a), Jeremy 
Schaal (a), Kenji Omae (t), Quinsin 
Nachoff (t) Jonathan Kroeker (b) 
Trumpets:Josh Grossman, Danny 
Gregoric, Blair Yarranton, Mark Chaput 
Trombones:Andrew Jones, Chris 
Richardson, Darren Sigesmund, Leonard 
Winsor; Guitar: David Haffey Piano: 
David Braid Bass: Mike Pelletier 
Drums: Davide Direnzo 


11 O’Clock Jazz Orchestra 


Saxophones: Dave Neill (a), Katie 
Carlisle (a), Michael Webster (t) Trevor 
Hogg (t), Rob Piilonen (b) 

Trumpets: Bryan Franey, Danny 
Gregoric, Lia Nicholls, Kyle Novak 
Trombones: Nick Clayton, Chris Hunt, 
Mike Kearns, Aaron Gotfryd, 

Guitar: Adrian Eccelston, Piano: 
Gordon Webster, Bass: Dominic Salole 
Drums: Mark McLean 


